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Work Order ID 
99530 
April-11-13 
8:41:47 AM. 


Item ill: 
D3183-9 


Revision ill: 


Item Name: 
Cap 


Accept 
*NQ00040100* 


1\ 


Page I 


Setup 
Start 
*N~ 1* 


Stop 
*N~?* 


Reference: 


Approvals: 


Sequence ill/ 
Work Center ill 


DrawNbr 


QC: 
_ 


Operation 
Description 


Revision Nbr 


*100* 
*100* 


Date: 
_ 


Date: 


To~ling: 


SPC (YIN): 


Set Up/ 
Run Hours 


Cust Item ill: 


Customer: 


Run 
Start 
*NR1* 
Date: 


Date: 
Stop 
*NR?* 


Tool ill 
Tool # 
Plan 
Accept 
Reject 
Reject 
Insp. 
Code 
Qty 
Qty 
Number 
Stamp 


Tum D3183-9 Cap as per Folio FA388Deburr 


D3183 
---L 
100 
*1 ()()* 
Hardinge 


Hardinge 
CNC Lathe Small 


110 
*11 ()* 
QC 


Quality Control 


120 
*1 ?()* 
QC 


Quality Control 


Revel 


Hardinge 
CNC LATHE SMALL 


Memo 


QC2-lnspect 
parts off machine FAI/FAffi 


Memo 


QC8- Inspect parts - second check 


Memo 


0.00 


0.00 


0.00 


0.00 


0.00 


0.00 
f &{ 
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Work Order ID 
99530 
April-ll-13 
8:41:47 AM 


Item ill: 
D3183-9 
Revision ill: 
Item Name: 
Cap 


Start Date: 
12/04/2013 


Required Date: 15/04/2013 


Reference: 


Start Qty: 
100.00 


Req'd Qty: 100.00 


Accept 


*100* 
*100* 


*qqFi~n* 


*NQ00040100* 


Cust Item ill: 
Customer: 


Page 2 


Setup 
Start *N~ 1* 


Stop *N~?* 


Approvals: 
Process Plan: 
_ 


QC: 
_ 


Date: 
_ 


Date: 
_ 


Tooling: 


SPC (YIN): 


Date: 
_ 


Date: 
_ 


Run 
Start 


Stop *NR1 * 
*NR?* 


Operation 
Set Up/ 
Description 
.\ 
.. f) Run Hours 


Identify as per dwg & Stock 
Location0=-~ 
0.00 


Sequence ill/ 
Work Center ill 


130 
*1 ~n* 
Packaging 


Packaging 


Memo 
0.00 


Tool ill 
Tool # 
Plan 
Code 
Accept 
Qty 
Reject 
Qty 
Reject 
Number 
Insp. 
Stamp 


\3'1;-7- 


140 
*1 L1.n* 
QC 


Quality Control 


QC21- Final Inspection 
- Work Order Release 


Memo 


0.00 


0.00 
1~/5j;-$;j 


~(B~Sr 1 
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Picklist Print 
April-ll-13 
8:41:46 AM 


Work Order ID: 
99530 


Parent Item: 
D3183-9 


Parent Item Name: 
Cap 


Start Date: 12/04/2013 


Start Qty: 100.00 


Page I--r 


Required Date: 15/04/2013 


Required Qty: 100.00 


Comments: 
IPP 
A 
06.05.03 
New issue 
KJ 


Component Item ID/ 
Item Name 


MDELRINRl.OOO 


Delrin Round Bar I" 


Replacement 
Item ill 
Mfg/ 
Purch 


Purchased 


Bin 
Item 


No 


Primary 
Location 
Last 
Location 
Route 
Unit of 
Qty on 
Qty per Kit 
Total 
Qty 
Date 
Status 
Seq ID 
Measure 
Hand 
Qty 
Issued 
Issued 


100 
f 
48.0000 
0.0333 
3.5052632 


Loc Oty 
Loc Code 
\)AS 
48 
,{ .If - gO 
04 
48 
"S. 
~~ 
\ 8-~ 


I 


REV.C 


SHEET40F4 


SCALE 


1:1 
BRACKET ASSEMBLY 


TITLE 


DART AEROSPACE LTD 
HAWKESBURY, 
ONTARIO. CANADA 


DRAWING NO. 
D3183 


04.02.17 


DESIG~ 


CHEC~ 


DATE 
DART 


0.615 


0.435 


0.381 
0.200 


DEOATIACHED 


DETAIL B (20 : 1). 


DETAIL A (2: 1) 


0.050 
P 


,... 
0.025 
TYP 


0.032 


0.276 


COPYRIGHT@2003 
BY DART AEROSPACE LTD. 
~ ___ __ 


THIS DOCUm:NT 
IS PRIVATE AND CONFIDENTIALAAO 
IS SUPPLIED ()NTHEEXPRESS 
CONDITION THAT IT IS NOT TO BE USED FOR ANY PURPOSE OR COPIED 
OR COMMUNICATED 
TO ANY OTHER PERSON WITHOUT 
WRITTEN PERMISSION FROM DART AEROSPACE 
LTD. 
. 


0.039 


0.747 
:!:0.001 


I 
{ 


.;. 


03183 .•9 CAP 


1) MATERIAL: DELRIN ROD, 01.00 
(REF DART SPEC. M-DELRIN-R1.00) 
2) TOLERANCES ARE PER DART aSI 018 
UNLESS OTHERWISE NOTED 
3) ALL DIMENSIONS ARE IN INCHES 


03183"()45 BEARING ASSEMBLY 


1) ASSEMBLE 03183-5 BEARING AND 
03183-9 CAP 


c 


0.199:!:0.001 


RO.031 


RO.010 
. SECTION C-C 
SCALE 2: 1 
r 
.0.720'O[ 


0.850 
0.830 
A 


DART AEROSPACE 
LTD 
Work Order: 


Description: 
Cap 
Part Number: 
D3183-9 


Inspection 
Dwg: 03183 
Rev: C1 
Paae 1 of 1 


FIRST ARTICLE 
INSPECTION CHECKLIST 
o First Article 
D Prototype 


Drawing 
Actual 
Method of 
Tolerance 
Accept 
Reject 
Comments 
Dimension 
Dimension 
Inspection 


00.830 
+/-0.005 
no 
/" 
~. 
//1- 


00.720 
+/-0.002 
~7// 
,,/' 


00.747 
+/-0.001 
# 7iC' 
/ 


RO.010 
+/-0.010 
. 
(6 10 
/--- 
RO.031 
+/-0.010 
JJ,?f 
/" v 
- 
0.199 
+/-0.001 
, ( 7{ 
/, 


0.276 
+/-0.010 
. 2--71 
// 


0.039 
+/-0.010 
C?1? 
/' 
" 


~. 
J 
Measured 
by: 
\ ~j~ 
Audited 
by: 
.-#' 
Prototype 
Approval: 
N/A 


Date: 
[?i 
- 7'0 
Date: 
/3-0$"-02- 
Date: 
N/A 


Rev 
Date 
Chan 
e 
A 
04.04.20 
New Issue 
P/O 03183-045 
B 
06.03.09 
Dimension 00.830 was 00.850 


H:IFORMSIQuality 
Assurancelapproved 
QA\FAI 
revD 


Revised b 
KJ/RF 
KJ/JLM 


